FIRST  BAPTIST  CHURCH 
GREENSBORO,  N.  C. 
Erected  in  1950,  in  center  of  eight  and  one 
half  acres  of  land.  Sanctuary  seats  1,800.  Educa 
tional  Building  acconrtmodates  approximately 
2,200.  Facilities  include  paved  parking  area,  kit 
chen,  library,  recreation  room,  scout  rooms,  par 
lor,  and  Chapel. 
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